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CHANGES IN THE LEGION.

remember that the legion was a slow growth, and that in the
course of five or six centuries a great many changes were
sure to be made. Its minute details cannot be given with
absolute reliability for any one period, except perhaps Cse-
sar's. But the germ of the legion remained unaltered until
the time of Marius; the variation in minutiae in no wise
affected its general features.
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